Laying of hte cornerstone, May 25, 1903 
The Bishop, The Reverend Maurice Baldwin. The Bishop is the second person standing to the right of the cornerstone, 
Tthe Reverend William Battersby is hte third person standing to hte right of the Bishop. 


